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PAGE 01 STATE 178189 
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ORIGIN EB-07 

INEO OCT-01 CIAE-00 COME-00 DODE-00 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-00 MC-02 /027 R 

DRAETED BY EB/ITP/EWT:LROSS 

APPROVED BY EB/ITP/EWT:RWPRAC;T 

COMMERCE/OEA:CSEASWORD 

DEEENSE/OSD:LJAMES 

RPE 

107217 

R 290230Z JUL 75 
EM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONEIDENTIAL STATE 178189 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, HU 

SUBJECT: GERMAN AUTOMATIC NETWORK ANALYZER TO HUNGARY - 
IE 1529/33 

REFS: A. COCOM DOC (75)313; B. STATE 47225 

ASSOCIATED US CASE (BEWT 141020) HAS BEEN DENIED BY OEA. 

AMONG EACTORS LEADING TO DENIAL OE THE US CASE WERE THE 
ADVANCED TECHNICAL SPECIEICATIONS OE THE EQUIPMENT (CON- 
SIDERED STATE-OE-THE-ART BY US TECHNICIANS) AND ITS MILI- 
TARY-ORIENTED APPLICATIONS IN COMMUNICATIONS AND RADAR 
RESEARCH AND DEVELOPMENT. USDEL REQUESTED TO INFORM GERMAN 
DEL OE DENIAL OF US APPLICATION AND FILE OBJECTION IN 
COCOM. EYI US CASE WAS DENIED IN MAY L975. REGRET USDEL 
WAS NOT INEORMED SOONER. ANOTHER HP 3042A (OC 5023) WAS 
DENIED IN MAY 1974 EOR DEMONSTRATION IN VARIOUS EE COUN- 
TRIES. INGERSOLL 
CONEIDENTIAL 

CONEIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST, RADAR EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE178189 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LROSS 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D750260-1063 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975071 1/aaaaakid.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 47225 
Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 May 2003 by GarlanWA>; APPROVED <29 MAY 2003 by GarlanWA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GERMAN AUTOMATIC NETWORK ANALYZER TO HUNGARY - IL 1529/33 
TAGS: ESTC, GE, HU, COCOM 
To: OECD PARIS 
Type: TE 
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